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TOPIC 

Listed below are the cable pinouts for connecting the CCS-7710 interface card to 
the Olivetti ET-121 printer. 

DISCUSSION 


CCS-7710 OLIVETTI ET-121 
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* This cable is for use with the Apple lie. 
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